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Message Text 


UNCLASSIFIED POSS DUPE 
PAGE 01 MADRID 03048 201807Z 
65 

ACTION HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO OES-06 /025 W 

018100 

R 201354Z APR 76 
FM AMEMBASSY MADRID 
TO SECSTATE WASHDC 5387 

UNCLAS MADRID 3048 

E.O. 11652: N/A 

TAGS: OGEN, ETRD, TBIO, SP 

SUBJECT: FDA ADVISORY - (RECALL T-071-6) 

REF: STATE 85278 

1 . EMBASSY CONTACTED GUIDO RAYOS X, MADRID IN CONNECTION 
WITH MANDATORY REQUIREMENT FOR RELIEF VALVE IN ALL 
ANESTHESIA MACHINES EQUIPPED WITH STANDARD AND SIDE ARM 
VERNI-TROL VAPORIZERS AS PER REFTEL. 

2. GUIDO RAYOS X STATES HAVE RECEIVED FEBRUARY 12 LETTER 
WITH INSTRUCTIONS. FIRM ORDERED 21 VALVES FOR INSTALLATION 
IN DISTRIBUTED MACHINES, BUT IT STILL HAS NOT HEARD FROM 
OHIO MEDICAL COMPANY ABOUT THE ORDER. 

STABLER 


UNCLASSIFIED 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
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Control Number: n/a 
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Disposition Authority: n/a 
Disposition Case Number: n/a 
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Disposition Remarks: 

Document Number: 1976MADRID03048 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7601 49-1 162 
From: MADRID 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760444/aaaabkyx.tel 

Line Count: 40 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 
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Previous Classification: n/a 
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